EA150.23 Viking Way Drainage 


Sent: Wednesday, September 27, 2023 11:34 PM 

To: Clerk <clerk@barhill-pc.gov.uk> 

Subject: Quote Viking Way 

Hi, 

Further to our conversation regarding the annual PPM to clear the road gullies along Viking Way. 


We estimate these works will take one day to complete with our tanker and a jet van. 


Cost to carry out the PPM: 

Tanker £900.00 + vat 

Jet Van £700.00 + vat 

Disposal £50.00 + vat per cubic meter (total disposal cost will be confirmed once work has been 
completed) 


Regards, 


Office Administrator 


Metro Rod (Cambridge), Unit 10, Chettisham Business Park, Lynn Road, Ely,, Cambridge,, CB6 1RY 


www.metrorod.co.uk 


METR@ ROD METRQ PLUMB 


Leave a review and we'll 
plant a tree in your name. 


Leave Review 
@ Vertied by RevtewForest 


Need a job update? Check Connect 


Click here to login 


Metro Rod Ltd is incorporated and registered in England and Wales with registration number 04235803 
Registered address: Metro Rod Ltd. Ashwood Court, Springwood Way, Tytherington Business Park, 
Macclesfield, SK10 2XF 


Metro Rod is part of the Franchise Brands pic group. Further information is available at 


www franchisebrands co.uk 


